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the whole of the time of their union James was engaged
in attempts to recover Majorca; but he died in 1375 with-
out accomplishing his object. Johanna then married
Otho of Brunswick, who died two years afterwards.
Having no children living by any one of her four husbands,
Johanna appointed as her successor,, Charles of Duras,
who had married her niece, Marguerite of Duras. In
spite of this mark of favour, Charles hated Johanna; and,
after first obtaining the consent of Pope Urban VI., whom
the queen had made her enemy, by taking the part of
Clement VII. against him, and being crowned King of
Naples, he invaded that kingdom. Johanna, having
reckoned on the assistance of Louis, Count-of Aragon^
whom she had appointed her successor, when she heard
of the designs of Charles of Duras, was defeated and
taken prisoner. Soon afterwards Louis of Aragon arrived
with a fleet, and Charles, wishing to come to terms
with him, requested a conference with his generals,
at which he commanded Johanna to be present, in
order that she might dissuade Louis from any further
attempt. Johanna came, but, contrary to the wishes of
Charles, did all in her power to persuade the generals to
acknowledge only Louis of Anjou as her successor. En-
raged at this, Charles caused her to be put to death shortly
afterwards, and it is related that she died by suffocation.
This occurred in 1381.

Although Johanna struck coins of different types during
her long reign, there exists but one type in the hoard,
and as these coins have lier name, as well as that of her
husband, Louis of Tarentum, they must have been struck
between 1352 and 1362. They are of the same type as
those which I have already described of Robert, having
the same seated figure on the obverse, and the legend